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Emphysema? 


Emphysema is a chronic and progressive lung disease that causes 
difficulty breathing. Are you currently experiencing any of the 
following symptoms? 


» Shortness of breath 


» Severe cough or wheeze 
» Difficulty performing activities of daily living 


Do you or does anyone you know suffer from 


If so, you may be a candidate for the LIBERATE Endobronchial 
Valve Study. The study is evaluating the Zephyr® Endobronchial 
Valve - an investigational, minimally invasive treatment option 
for individuals diagnosed with severe emphysema. 


»» Are you interested? 

To find out more or to receive a patient brochure, 
please contact: 


Caution - Investigational device, limited by Federal (or United States) law to investigational use. 


PH: 888-248-LUNG 

EMAIL: liberate@pulmonx.com 

WEBSITE: www.pulmonx.com I www.clinicaltrials.gov 


Contact Tina Brennan, CCRP 
Research Coordinator 
Swedish Cancer Institute 
1101 Madison Street, Suite 900 
Seattle, WA 98 1 04 
Ph: 206-386-2450 
eFax: 206-215-6788 
christina.brennan@swedish.org 


pulmonX 

1 Interventional Pulmo nolog^ 
www.pulmonx.com 


